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mmAWm FOB* Audit Liaieon Offioer 

SUBJECT * Contract Ho. TM-1461 

General Precision laboratory, Iso* 


1. Enclosed are copies 2 and 3 of DFD-4557-59 dated Jus® 

19, 1959 1*001 the subject company, This letter covers their 
proposed TSM rates for the period January 1, 1959 - June 30, 1959* 

2* lour comments and/or approval are requested* 
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Contracting Officer, DFD 
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cc - TM-1461 w/cy 1 of DPD-4557-59 Prop* Sec. 
- Chrono, RI 


DPD-HD/P 


(2-7-59) 
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